Two uses of plastics in lighting fittings :

28. Ceiling fitting for use with fluorescent 29. Wall fitting. The light is hidden in the
lighting, consisting of corrugated sheet base and is piped through the Plexiglas
Lumarith supported by glass rods.                     rods.

Two further applications of plastics :

30. Alkathene (polythene) in film and rod 31. Alkathene (polythene) and Welvic (poly-
form,                                                                      vinyl chloride) insulated cables. The former

is used for the core and the latter for
sheathing.

